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ABSTRACT 

Tests were made to determine the mechanical properties of perforated cover 
plates intended to be used as a substitute for lattice bars or batten plates in 
built-up box-type columns. Each test column was built up from one perforated 
plate and either two or four angles. Columns with unperforated plates were 
used as controls. 

In this paper the program is outlined and the methods of test are described. 
The results of the tests and the conclusions will be presented in subsequent papers. 
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I. INTRODUCTION 

The established practice in the design of compression members of 
bridge trusses has been to construct such members of a box-type cross 
section; and the custom of designers, until recently, has been to use 
two channels with a cover plate on one side and lattice bracing or 
battens on the other, or a similar construction with four angles and 
two web plates in place of the channel sections. Latticing and batten- 
ing for such members have been used merely to brace the flanges of the 
channels or angles and to resist longitudinal shear along the axis of 
the member, and not as being effective in resisting either moment or 
thrust. 

Modern bridge-design practice has recognized the desirability of 
providing openings for inspecting and painting the interior surfaces. 
During recent years the oxyacetylene cutting torch, manually or 
mechanically guided, has been extensively used for cutting steel plates 
to size and shape. Designers have made a progressively wider use of 
cover plates containing torch-cut perforations in place of latticing 
or battening, but opinion has been divergent as to the proper value to 
be assigned in such construction to the carrying of moment and thrust, 
and also regarding its effective rigidity. A bridge having perforations 
in the cover plates of the diagonal columns is shown in figure 1 . 

The Bureau of Eeclamation, United States Department of the 
Interior, carried out an experimental study of perforated cover plates 
as a substitute for lattice bracing in connection with the design of the 
Pit Kiver Bridge, on the Central Valley Project in California. 

Photoelastic and deformeter tests [1] l were made on small-scale 
celluloid models. 

The Committee on Technical Research of the American Institute 
of Steel Construction, believing that it was desirable to determine by 
comprehensive tests on full-scale steel specimens the strength of and 
stress distribution in compression members with perforated cover 
plates, authorized its chairman, F. H. Frankland, Director of Engi- 
neering of the Institute, to approach the National Bureau of Stand- 
ards with an explanation of the need for such an investigation in order 
to determine the measure of increased safety, greater efficiency, and 
economy that might be possible with the use of perforated cover-plate 
construction. From the evidence submitted at several conferences, 
the National Bureau of Standards concluded that the proposed investi- 
gation was in the public interest and agreed to proceed with the tests, 
with the cooperation of the American Institute of Steel Construction. 

In preparing the outline and scope of the proposed investigation, the 
Institute's Committee on Technical Research obtained expressions on 
the subject from many of the leading bridge and structural engineers 
of the country, in order that an integrated approach to the problems 
presented could be made and thereby develop as completely as possible 
the information sought. 

The program was prepared by the Bureau T "and the Institute's 
Committee on Technical Research: Comfort A. Adams, the late Otis 
E. Hovey, H. D. Hussey, Jonathan Jones, J. R. Lambert, L. S. Mois- 
seiff, Walter Weiskopf, and F. H. Frankland, chairman. The Com- 
mittee was assisted by Shortridge Hardesty, Frank M. Masters, and 
Henry C. Tammen. 

1 Figures in brackets indicate the references at the end of this paper. 
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It was decided to study the following variables: shape of perforation, 
spacing of perforation, and width of plate. 

In this paper the program is outlined and the methods of test are 
described. The results of the tests and the conclusions will be pre- 
sented in subsequent papers. 

II. COVER-PLATE COLUMNS 

1. MATERIAL 

In order to limit the investigation to a reasonable number of col- 
umns, it was decided to use cover plates of only one thickness, namely 
three-eighths inch and to use 8- by 4- by %-in. steel angles with the 
plates to complete the columns. The plates and angles were of open- 
hearth low-carbon steel. 

2. COVER PLATES AND ANGLES 
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Figure 2. Plates and angles for the CI columns. 
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The details and designations of the plates^and anglesfare shown 
in figures 2, 3, 4, and 5. 

Two shapes of perforation were used; circular perforations for the 
Cl plates (fig. 2), and ovaloid perforations having the shape of a 
square with semicircles erected on two opposite sides for the 02, 
OS, and 04 plates (figs. 3, 4, 5). 
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Figuke 3. Plates and angles for the C2 columns. 

For each designation 01, C2, OS, or 04, the shape and size of the 
perforations were the same, but three different spacings of perforations 
were used, giving rise to the designations 01 A, 01 B, CIO, 02 A, etc. 

For each designation CIA, OlB, etc., three like plates, together 
with two coupons, all cut from the same mill-length, as shown in 
figure 6, were provided, making a total of 36 perforated plates. 
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There were three different widths of plates, namely 15, 20, and 25 % 
in., the CI plates (fig. 2) and the OS plates (fig. 4) being both 20 in. 
wide. The ratio of the net to the gross cross-sectional area was 55 
percent for all the perforated plates. A suggestion that the program 
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Figure 4. Plates and angles for the^CS columns. 

be extended to include plates of various net to gross area ratios is 
being considered. 

Three unperf orated plates of each of these three widths were also 
provided, or nine unperforated plates in all. The C1D plates shown 
in figure 2 are the same plates as the C3D plates shown in figure 4. 
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The nomenclature for the various plates and angles is shown in 
figures 2 to 6. Thus the plate having round holes, with a perforation 
spacing of 2 ft 9 in. and taken from the middle of the mill-length 
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Figure 5. Plates [and angles for the C4 columns. 

is designated as plate 01 B (2-8). Coupons from portions of the plate 
adjacent to plate ClB{2-8) are designated as coupons ClB(l-2) and 
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The columns will be identified by the designation of the plate, 
followed by the item (two angles) or (four angles). 

3. PREPARATION OF THE PLATES AND ANGLES 

The Bethlehem Steel Company furnished the material for the speci- 
mens. The shop operations in preparing the material were carried 
out under the supervision of M. S. Bachman, Field Kepresentative 
of that company. 

The plates and angles were individually cut to length and drilled 
for bolts so that each angle could be used in conjunction with any 
plate. The number of angles required was thus greatly reduced. 

The usual procedure in preparing test columns is to'-'mill the ends 
of the columns after assembly. A secondary object of this investi- 
gation was to determine under what conditions columns assembled 
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Figure 6. Typical cutting diagrams for the plate and angle material. 

from individually machined components are suitable for test purposes. 

The material for the plates and angles, each 14 ft 9 in. finished 
length, was in multiples of three main sections, with sufficient added 
length for two pieces each 2 ft long for coupons. Thus from each 
mill-length, five pieces properly identified by marking and stenciling 
were cut, as shown in figure 6. 

The sheared lengths to which this material was cut allowed three- 
eighths inch at each end for finish. The perforations, where re- 
quired, were burned out and finished to "the dimensions shown in 
figures 2, 3, 4, and 5. The burning of these holes was performed with 
an oxyacetylene torch, the torch being controlled mechanically by 
a Radiograph. The holes were then smoothed up with a portable 
power grinder. 

The plates were roll-straightened and all the material was checked 
for good alinement. All the plates and angles were then premilled, 
allowing one-sixteenth inch at each end for a subsequent finish cut. 
Bolt holes in the 14-ft 9-in. pieces were drilled from the solid, using a 
master drilling templet for the purpose. The material was again 
checked for accuracy of spacing. 
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The finishing cuts were made on a milling machine, and the members 
were doweled to a jig fastened on the table of the milling machine to 
produce an accurate end gage of holes on all the pieces alike. As a 
further precaution, the ends from which all the pieces were initially 
set for milling were identified by marking for assembly purposes. 

4. DIMENSIONS 

The thickness of each plate was measured at 5 points along each 
end, and the 10 readings were averaged. The readings were taken 
with a micrometer caliper, being estimated to 0.0001 in. 

The width of each plate was measured at five locations along the 
length, using a special outside caliper provided with two micrometer 
dial gages. The contact points of the gages were in contact, one with 
each edge of the plate at midthickness. The width of the plate was 
determined from the micrometer dial gage readings when in contact 
with the plate edges as compared with the readings when in contact 
with the ends of an inside micrometer caliper having a known length. 
The five plate-width readings, taken to 0.001 in., were averaged. 

The lengths of the plates were measured with a steel tape. 

The dimensions of the perforations were measured with inside 
micrometer calipers. 

The diameters of 16 of the bolt holes in each plate were measured 
with a telescoping gage and micrometer caliper. 

The plates were weighed. 

Similar measurements were made on the angles. 

5. AREAS 

Factors of stress concentration, column efficiencies, and other 
properties of perforated columns may be based on either the gross 
cross-sectional area or the net cross-sectional area. Elasticians 
commonly use the gross area, whereas many engineers prefer to use 
the net area. In these reports the results will be given both ways. 

The gross area of the plate was taken as the product of the average 
thickness by the average gross width, no deduction being made for 
bolt holes or perforations. 

The net width of the plate was taken as the gross width minus the 
average of the widths of all the perforations, no deduction being made 
for bolt holes. The net area of the plate was taken as the product of 
the average thickness by the average net width. 

The cross-sectional area of the angles was obtained by multiplying 
the average thickness by the factor (the sum of the average widths of 
the two legs minus the average thickness), no deduction being made 
for bolt holes. 

The gross area, A, of a column was then the sum of the gross area 
of the plate and the areas of the component angles. 

The net area, A n , of a column was the sum of the net area of the 
plate and the areas of the component angles. 

6. COLUMN-TESTING PROGRAM 
(a) COLUMNS LOADED IN THE ELASTIC RANGE 

Each of the 36 perforated and 9 imperforated plates, with 2 angles 
and with 4 angles bolted to the plate, as shown at the bottom of 
figures 2, 3, 4, and 5, was subjected to compressive tests in the elastic 
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range. The angles used with the various plates were taken at random 
from those furnished. No difficulty in bolting the plates and the 
angles together was experienced. 

The bolts were 1 in. in diameter, 3 in. long, and threaded 2 in. with 
%-in. National Coarse threads. The bodies were turned to a diameter 
of 0.917 in. Steel washers three-eighths inch thick were used under the 
nuts. The bolt holes were about 0.94 in. in diameter, so that they 
were not completely filled by the bolts even when the columns were 
under load. 

(b) COLUMNS FOR MAXIMUM LOADS 

After the tests in the elastic range had been completed, specimens 
consisting of a plate and the two angles which had been bolted to it 
were riveted at the plant of the Barber & Ross Co. and subjected to 
maximum compressive-load tests. Some of the rivets were driven 
before all of the bolts were removed, so that the alinement of the 
plate and angles was not disturbed. Maximum load tests were 
performed on one two-angle column of each group of three like two- 
angle columns. Twelve columns contained perforated plates and 
three columns unperf orated plates. 

III. COUPONS AND METHOD OF TEST 

A coupon was cut in the direction of rolling from each 2-foot piece 
of material (fig. 6). The coupons were 16 in. long, 2.5 in. wide, and 
of the thickness of the material as rolled. They had parallel edges 
throughout their length. 

The coupons were tested in the elastic range in tension in a hori- 
zontal hydraulic testing machine. The axial strains were measured 
on four gage lines, two on each side of the coupon, and each located 
halfway between an edge and the midwidth of the coupon. The 
strains were measured by means of Tuckerman optical strain gages [2J, 
2-in. gage length. Readings were estimated to 2X10" 6 in. 

Strain-gage readings were taken at an initial stress tr u and at 
integral multiples of <7 1? a t (t=l, 2, 3, . . ., n). Young's modulus of 
elasticity, E, for the coupons was calculated from the stress and axial- 
strain data by the method of least squares, using the formula 2 

Z77 _o- 1 n z —n 

"6~ «"""' (1) 

D 22><— (n+l)T>, 

where each e t is the average axial strain corresponding to the stress <r<. 
Transverse strains at midlength of the coupons were also measured 
by means of Tuckerman optical strain gages, 2-in. gage length, one 
on each side of the specimen. Poisson's ratio, j>, for the coupons was 
calculated from the Young's modulus of elasticity, and the stress 
and the transverse-strain data by the method of least squares, using 
the formula 

n n 

6g 2g>/-(,+ l)g>/ 
<ti n 6 —n 

a Equation 1 was derived on the assumption that the stress values were not subject to error and was thus 
not strictly applicable to these data. However, the departure of the data from a straight line was so small 
as to cause the moduli computed from eq 1 to be not significantly different from those computed from the 
more cumbersome formula derived on the assumption that both the load and strain data were subject to 
error. 
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where each e\ was the average transverse strain corresponding to the 
stress at. 

The yield point, tensile strength, and elongation in 8 in. were 
determined in a vertical hydraulic testing machine. 

The yield point was determined by the drop-of-beam method. 
The rate of strain was approximately 0.0005/min. until the yield point 
was reached, then 0.0015/min. until fracture. 

Chemical analyses for carbon, manganese, phosphorus, and sulfur 
were made on composite samples of the steel for each of CI, OB } C3, 
C4, and C5. 

IV. PROCEDURE FOR COLUMNS LOADED IN THE ELASTIC 

RANGE 

1. BOLTING THE PLATES AND ANGLES 

The plates and angles for the columns were bolted together before 
the column was placed in the testing machine. The nuts were tight- 
ened with a torque wrench so that the tensile stress in the bolts did 
not exceed 4,500 lb/in. 2 on the root area. 3 The column was then 
placed in a vertical screw-power, beam-and-poise type of testing 
machine, 600,000-lb capacity, on a hardened steel plate. The centroid 
of the cross section of the column was made to coincide with the load 
line of the testing machine. A load of 20,000 lb was then applied to 
the column through a spherical bearing suspended from the movable 
platen of the testing machine, and reduced to 4,000 lb. This load was 
applied for the purpose of bringing the ends of the plates and angles 
as nearly as possible into the same planes. The nuts were then 
tightened still more, until the tensile stress in the body of the bolts 
was about 15,000 lb /in. 2 on the root area. 

2. TESTING PROCEDURE 
(a) COMPRESSOMETERS 

Compressometers having a gage length equal to an integral number 
of bay lengths 4 for the perforated-plate columns, and not less than 
one-third of the length of the column for the unperforated-plate 
columns, were used to measure the shortening of the columns under 
load. These gage lengths for the perforated-plate columns were 
chosen so that the solid end-portions of the perforated plates were 
not included in the gage length. The gage-length shortenings rep- 
resent the shortening in the uniformly perforated portion of the plate. 
The middle of the gage length was at midheight of the column. The 
lower ends of the rods actuated dial micrometers attached to the 
column at the lower gage mark. One division on the dials was 0.0001 
in., and readings were estimated to 0.1 division. Calibration of the 
dial micrometers showed that the error did not exceed 0.0002 in. 

Eight compressometers, arranged as shown in figure 7, were used 
on the columns, except that for the tests in the elastic range of the 
02 columns, and of the C£A and O4B columns, the compressometers 
indicated by the dashed-line circles in figure 7 were omitted. 

3 The relation between tension in the body of the bolt and torque on the nut was determined by measure- 
ments in a testing machine. 

4 A bay length is taken in this report as the length of the perforated plate between the center of two adja- 
cent perforations. 
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(b) CORRECTION OF SHORTENINGJFOR CHANGES IN TEMPERATURE 

Unavoidable changes of temperature during the tests were some- 
times large enough to affect the shortening data. Two unstressed 
angles, located as shown at T, figure 7, and provided with compressom- 
eters of nearly the same gage length as the column, were used to 
determine the strain due to temperature changes. Tests indicated 
that the temperature strains in the unstressed angles and in the test 
column were practically equal if the temperature variations were not 
too rapid and the shortening data for the test column were accordingly 
corrected. 

Column C2B (0-1) (four angles) in the testing machine is shown in 
figure 8. One of the unstressed angles used for temperature correction 
is shown at the right. 
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Figure 7. — Location of the compressometer s {indicated by circles) on the columns. 

The angles (T) were used for temperature correction. The dashed-line circles indicate compressometers 
that were not used during the elastic-range tests on the C2, and on the C4A and C4B columns. 

(c) LOADING 

A compressive load equal to 20 kips/in. 2 was applied to the un= 
perforated-plate columns and released five times. Compressometer 
readings were then taken at stress increments of 2 kips/in. 2 from 2 to 
20 kips/in. 2 6 For the perforated-plate columns, the largest loads used 
were those which produced a strain in the gage length approximately 
equal to the strain produced in the unperforated-plate columns by a 
stress of 20 kips/in. 2 

The repeated loadings resulted in a linear relationship between load 
and shortening for this load range. 



3. MODULUS OF THE COLUMNS 

The term "modulus," E', of a column w T ill be used to denote the 
ratio of the average stress to the average strain in the compressometer 
gage length. The average stress was obtained by dividing the total 
compressive load on the column by the cross-sectional area (gross or 
net), determined as described in section 11-5. 

The modulus was calculated from the average-stress, average- 
strain data by means of eq 1. 

• The largest load for the Ct-, CS-, and C1>D (4 angles) columns was 18 kips/in. ■ On these columns 20 
kips/in.» would exceed the capacity of the testing machine. 
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4. EFFECTIVE AREA OFlTHEfPERFORATEDl PLATE 

The effective cross-sectional area with respect to shortening under 
compressive load of the uniformly perforated portion of a perforated 
plate is the cross-sectional area of an (hypothetical) unperf orated 
plate of the same material in which, for the same total load, the strain 
would be the same as the average strain in the perforated plate. 
This effective area is denoted by KA PJ where A v is the cross-sec- 
tional area (gross or net) of the perforated plate ; K is thus a measure 
of the effectiveness of the perforated plate in resisting shortening 
under compressive load. It may be computed on either a gross- or 
a net-area basis. 

For a given perforated plate, K is computed by comparison of the 
modulus, E p (based on gross or on net area), for a column consisting 
of the plate and two (or four) angles, with the modulus E/, for a 
column consisting of an unperforated plate of the same gross width 
as the perforated plate and two (or four) angles. It is sufficient to 
take the gross cross-sectional area of the unperforated plate to be the 
same as the gross cross-sectional area of the perforated plate, and 
similarly for the angles, of which the total cross-sectional area is 
denoted by A a . Then assuming that Young's modulus of elasticity 
for all the material in both columns is the same, 

E P '_ KA P +Ag f 
jtL s A p -\~A a 
from which 

jrE£ EZ—E/ Ag ( 3 \ 

A -JS7 E/ A v 

The effective area of the perforated plate was KA P) where K and A v 
were both based on gross area or both on net area. 

5. STRAINS 
(a) GENERAL 

Studies were made of the strain distribution in the middle bays 
of the perforated plate columns. 

Strain readings were taken at two loads — at a small initial load and 
at the largest load used for the determination of the modulus. These 
readings were taken during subsequent loadings after the modulus 
had been determined and the compressometers removed. 

(b) ON THE EDGE OF THE PERFORATION 

Strain-gage holes for 2-in. gage lengths were drilled on the edge of 
the middle perforation at midthickness of the plate. The gage lengths 
were spaced continuously, beginning at midwidth of the plate and 
extending in each quadrant of the perforation to or past the midlength 
point at the side of the perforation. Other gage lengths overlapping 
these were located so as to give more values in the regions of rapidly 
changing strain. 

The strains were determined by means of a Berry strain gage 
operated by hand. One division on the dial micrometer of this 
instrument is 0.001 in., which, for the gage holes used, amounted to a 
strain of 0.000095. Readings were estimated to 0.1 division. 
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Figure^IO. — Huggenberger tensometers on column C2B (2-3) (four angles). 
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These data were taken for each column. The strains for gage lines 
similarly located were averaged for the four quadrants of the perfor- 
ation and for the three like columns. 

(c) ON THE SURFACES OF THE PERFORATED PLATE 

Strain-gage holes for 2-in. gage lengths were drilled on both sides 
of the plate, in an equilateral triangular pattern over the middle bay 
length. For some plates additional lines of holes were drilled parallel 
to and near the edge of the angles. Figure 9 shows the gage-hole 
lay-out on the plate for column C2B(2-3). The strains were deter- 
mined by means of a Whittemore strain gage, 2-in. gage length, oper- 
ated by hand. One division on this instrument corresponds to a strain 
of 0.00005. Readings were estimated to 0.1 division. From this 
gage-hole lay-out it was possible to determine the strains at a point in 




Figure 9. Strain-gage hole layout for column C2B(2-8) m 

three directions for all the gage points except those close to the edge 
of the angle. For those locations where a 2-in. gage length could not 
be obtained, the strains were determined by Huggenberger tensometers 
having a gage length of either 1 or 0.5 in. These tensometers are 
shown in figure 10. An estimated place on the scale of these instru- 
ments corresponds to a displacement of about 0.00001 in. The 
calibration factors for the different tensometers varied to some extent. 
The strains for gage lines similarly located were averaged for the four 
quadrants and two sides of the plate. The strains on the surfaces of 
the perforated plate were measured for one of each set of three like 
four-angle columns, namely the C — (2-3) (four angles) columns of 
each of which the plate was the middle section of the original mill- 
length (fig. 6). 

For the C2 series the strains on the surfaces of the plate were 
measured for both the four-angle and two-angle columns. The addi- 
tional labor was not justified by the additional information obtained 
on the two-angle columns; hence these measurements were made on 
only the four-angle columns of the other series. 
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(d) ON THE ANGLES 

Strain-gage holes for 2-in. gage lengths were drilled on each side 
of each angle in the 8-in. leg on a line 2.86 in. from the back of the angle. 
The strains were measured by means of a Whittemore strain gage, 
2-in. gage length. The strains for the gage lines similarly located 
were averaged for both sides of the angles and for locations above and 
below midheight of the column. For the two-angle columns 8 strain 
values were averaged, and for the four-angle columns 16 were averaged. 

The strain-gage readings on the angles were taken only for the six 
columns having C2 perforated plates. The difference between the 
strain value computed from the modulus for the column and for any 
of the gage lines on the angles, as determined by the strain-gage 
readings, was of the order of magnitude of the experimental error of 
the strain-gage determinations. Since no significant variation in 
strain along the length of the angles could be found for the columns 
having the C2 perforated plates, it was not considered worth while to 
take these data for the other columns tested later. 

(e) STRAIN FOR UNIT LOAD 

After the average strains, e, for each gage length had been com- 
puted, these values were divided by the average-stress increment, 
P/A, between the small and large loads at which strain-gage readings 
were taken. The strain values, e/(P/.A), thus obtained and used 
throughout these reports are then strain values per kip per square 
inch of gross, or in some cases, net cross-sectional area of the column. 

6. STRAINS AT A POINT 

Since the gage readings determined only the mean strains in the 
gage lines, the strain at a given point, either at the end or elsewhere 
in the gage length, was not given directly by the readings unless the 
strain varied nearly linearly from one end of the gage line to the other 
end. This was true for only limited portions of the perforated plates. 
The strain at a point in a given direction may however be approxi- 
mated by calculations according to Greenspan's method [3], which 
takes into account the strains in the contiguous gage lengths of the 
same line through the point. 

As examples of the results of the use of this method, the strains at 
a point on the edge of the perforation for the C2B columns (line AC 
of fig. 9) and in a line on the surface of the plate of the C2B(2-S) 
column (line ab of fig. 9), computed from the mean strains obtained 
using the strain gages, are shown in figures 11 and 12. 

In figure 11, the circles represent the observed data for the edge 
of the perforation and the dotted line the faired values of these ob- 
served data. The full line shows the strains at a point, as computed 
by the central-difference formula with &=4. 

In figure 12, the circles represent the observed data for the inclined 
line ab of figure 9 and the dotted line the faired values of these data. 
The full line shows the strains at a point, as computed by the descend- 
ing-difference formula with k=2. 

By one or both of these methods, the strains at each gage point 
in the triangular system of points on the plate, for example as illus- 
trated in figure 9, for each of three directions through the point were 
obtained. 
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7. PRINCIPAL STRESSES 
(a) GENERAL 



From the elastic constants E and ju, and the strains corresponding 
to a mean stress on the gross or on the net cross section of the column 
of 1 kip/in. 2 , the stresses at each gage point were computed. These 
local stresses correspond, like the strains, to the unit mean stress on 
the gross or on the net cross section of the column. 
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Figure 11. — Strains on the edge of the perforation in column C2B{2-3). 

The circles represent mean strain values as determined from the strain-gage readings. The dotted line 
represents the faired values and the full line the strains at a point, computed by Greenspan's method, 
using the central-difference formula. 
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Figure 12. — Strains along the inclined line ab of figure 9 for column C2B{2-3). 

The circles represent mean strain values as determined from the strain-gage readings. The dotted line 
represents the faired values and the full line the strains at a point, computed by Greenspan's method, using 
the descending-difference formula. 

(b) ON THE EDGE OF THE PERFORATION 

Since the shearing stress on an unloaded boundary is zero, the 
directions of the tangent and normal to the boundary at any point 
are principal directions. The principal stress normal to the boundary 
is zero, so that the principal stress tangent to the boundary is com- 
puted by multiplying the strain by Young's modulus of elasticity, E. 

The principal stresses tangent to the edge at various points of the 
perforation were computed, using the average value of E obtained 
from the two corresponding coupons. These stresses were the 
average stresses for three like perforated plates cut from the same 
original mill-length. Where the stress tangent to the edge was posi- 
tive (tension), it was a maximum principal stress and the minimum 
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principal stress was zero. Where the stress tangent to the edge was 
negative (compression), it was a minimum principal stress and the 
maximum principal stress was zero. 

(c) ON THE SURFACES OF THE PERFORATED PLATE 

The magnitude and direction of the principal stresses at the gage 
points on the surfaces of the perforated plates, for example as illus- 
trated in figure 9, were computed from the strains e fl , e B , and e c (see 
fig. 13), at each point in the three directions in which strain determina- 
tions were made and from the average values of the Young's modulus 
of elasticity, E, and Poisson's ratio, n, for the two coupons from the 
material adjacent to the plate material, by the formulas [4, 5]. 




13' 

Figuee 13. — Three gage directions (a, b, c) intersecting at 0. 
Directions (u, v) of principal stresses. As shown above, the angle is positive. 

'4=*E [^^(e^^ + ^ig^l-^fe-^Hfe-^Hfe-O 2 ]' (4) 

where <r u and o-„ are the maximum and minimum principal stresses, 
respectively, and 

tan 2^ y 3(66 ~ ec) , (5) 

where 6 is the angle shown in figure 13 measured positive in the abc 
direction from the direction of <x u to direction a. 

(d) ON THE ANGLES 

A study of strain rosette measurements made on outstanding legs 
of angles of steel rigid-frame specimens previously tested [5] showed 
that the directions of the principal strains were, within the experi- 
mental error, parallel and perpendicular to the axis of the angle except 
near the ends of the angle. With the first tests of the columns having 
perforated steel cover plates, the strain in the angles on the axial gage 
lines corresponded to the strain computed from the load and the 
modulus of the column. 

It was therefore considered not necessary to use rosette measure- 
ments on the angles. The strains in the gage lengths on the angle 
were taken as minimum principal strains, and the stresses perpendicu- 
lar to the axis of the angle were taken as zero. The minimum princi- 
pal stresses were computed from these strains by multiplying by the 
average value of Young's modulus of elasticity for the coupons which 
represented the angles of the column. 
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Figure 14 — Column C2B {2-3) in the testing machine for maximum-load test. 
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V. PROCEDURE FOR MAXIMUM-LOAD TESTS OF COLUMNS 
1. TESTING PROCEDURE 
(a) CENTERING THE COLUMN 

The columns were tested in a vertical hydraulic compression- testing 
machine of 10,000-kip capacity. The lower (moving) platen of this 
machine is mounted on a spherical bearing, so that the platen can be 
tilted. The column was placed in the testing machine so that its 
centroidal axis, whose position was computed from the cross-sectional 
area of the angles and the effective cross-sectional area of the plate, 
coincided with the geometric axis of the testing machine. 

Eight compressometers, located as shown in figure 7, were attached 
to the column. The gage length of the compressometers was the same 
as that used in the elastic-range tests. The lower platen of the testing 
machine was tilted so that the deformations, observed on the four 
compressometers on the angles, between zero load and a load approx- 
imately equal to the largest load used in the elastic-range test were as 
nearly as possible the same. Column C2B(2-3) is shown ready for 
test in figure 14. 

(b) AXIAL SHORTENINGS 

Data were taken to complete the stress-strain curve for stresses 
greater than those used in the elastic-range test. The strains were 
computed from the deformations observed on all eight compress- 
ometers. The compressometer dials were graduated to 0.001 in. 
Readings were estimated to 0.1 division. 

(c) DEFLECTIONS 

The deflections at midheight of the column, in planes at right- 
angles to the principal axes of inertia of the cross sections, were meas- 
ured at various loads. The deflections were determined to 0.01 in. by 
the taut-wire mirror-scale method. The distance between the sup- 
ports for the wires was 14 ft 3 in. 

(d) MAXIMUM LOAD 

The column was compressed until the maximum load was reached, 
and straining was further continued until the mode of failure was 
visually obvious. 

2. EFFECTIVE AREA OF PLATE 

Let <7 max be the average stress obtained by dividing the maximum 
load on an unperforated-plate column by the gross cross-sectional 
area. The effectiveness with respect to compressive strength of a 
perforated plate of the same width may then be evaluated on the 
assumption that the average compressive stress at failure on the 
effective area of the perforated-plate column is the same as cr max . 
Then ^l a cr max is the load carried at failure by the angles of the perforated- 
plate column, and if P max is the total load at failure, P max — A a a m&x is 
the load carried by the perforated plate at failure. The effective area 
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of the plate is (P max — A a o~ m&x )l<r m&xy and C, a measure of the effective- 
ness of the plate with respect to compressive strength, is 

r^ * max ^Iffl^max -'"max -^a /n\ 

G —~T— -j-. {$) 

C may be taken on a gross- or on a net-area basis, depending on 
which value of A p is used. 
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